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INTRODUCTION 


Chicago Miniature lamps are designed for unsurpassed quality and reliability. They 
are available in a wide variety of filament configurations, base types, and termination 
styles. 

Lamps with established design specifications should be selected whenever possible, 
for maximum economy as well as availability. 

To facilitate ordering, lamps in this catalog are listed in numerical order. 
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GENERAL INFORMATION 



r 



DESIGN VOLTAGE 

Design voltage represents the voltage at which the lamp, 
when operated, will yield its rated amperage, candle- 
power, and life characteristics. 

DESIGN AMPERAGE 

Design amperage represents the value of current flowing 
through the lamp when operated at design voltage. 

MEAN SPHERICAL CANDLEPOWER (MSCP) 

MSCP is the measurement of the total integrated light 
output of the lamp when operated at design voltage. 

BASE 

The base provides electrical contact and support for the 
lamp. Unbased lamp leads are dumet wire. Popular base 
shapes are: 


BULB 

The bulb is the glass envelope which houses the lamp 
filament assembly and contains the vacuum or gas seal. 
A letter and number identifies bulb shape and approximate 
bulb diameter in eights of an inch. Popular bulb shapes 
are: 

□ □ □ □ □ 

B G GTL R RP 

□ □ □ □ 

S SL T TL 



FILAMENT 

The filament is the light emitting portion of the lamp. A 
prefix letter indicates whether the wire is straight (S), 
coiled (C) or coiled-coil (CC) and a number designates the 
geometric configuration of the filament support wires. 
Popular filament shapes are: 



LIFE 

Lamp life is the average life obtained under static lab¬ 
oratory conditions when the lamp is operated at design 
voltage. Actual life may differ from laboratory life due to 
the effects of shock, vibration, voltage variations, and 
environmental conditions encountered in lamp applica¬ 
tions. 

MAXIMUM OVERALL LENGTH (MOL) 

Maximum overall length is the largest total length which the 
lamp or the lamp and base will not exceed. 

MAXIMUM OVERALL DIAMETER (MOD) 

Maximum overall diameter represents the diameter of the 
lamp measured across the widest area of bulb. 


ORDERING INFORMATION 


To order Chicago Miniature lamps, specify lamp numbers 
listed and quantities desired. Lamps listed in this catalog 
are only the more popular types available from Chicago 
Miniature. 


If your application requires a lamp not shown, please 
contact your local authorized Chicago Miniature Dist¬ 
ributor. 
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INDUSTRIAL STANDARD LAMPS 


t 



DESIGN 

M.S.C.P. 

BASE 

bulb 

FILAMENT 

AVG . 

MOL 



VOLTS 

AMPS 

APPROX. 



SHAPE 

HOURS 


MOD. I 

PR-2 

2.38 

.50 

.80 

S. C. Miniature Flange 

B-3y 2 

C-2R 

15 

1.25 

.438 

PR-3 

3.57 

.50 

1.50 

S. C. Miniature Flange 

B-3Y 2 

C-2R 

15 

1.25 

.438 

PR-4 

2.33 

.27 

.40 

S. C. Miniature Flange 

B-3y 2 

C-2R 

10 

1.25 

.438 

PR-6 

2.47 

.30 

.45 

S. C. Miniature Flange 

B-3y 2 

C-2R 

30 

1.25 

.438 

PR-7 

3.70 

.30 

.90 

S. C. Miniature Flange 

B-3y 2 

C-2R 

30 

1.25 

.438 

PR-12 

5.95 

.50 

3.10 

S. C. Miniature Flange 

B-3y 2 

C-2R 

15 

1.25 

.438 

PR-13 

4.75 

.50 

2.20 

S. C. Miniature Flange 

B-3% 

C-2R 

15 

1.25 

.438 

PR-15 

4.8 

.50 

1.90 

S. C. Miniature Flange 

B-3y 2 

C-2R 

30 

1.25 

.438 

PR-16 

12.5 

.25 

2.70 

S. C. Miniature Flange 

B-3% 

C-2R 

50 

1.25 

.438 

PR-18 

7.2 

.55 

5.50 

S. C. Miniature Flange 

B-3y 2 

C-2R 

5 

1.25 

.438 

PR-20 

8.63 

.50 


S. C. Miniature Flange 

B-3y 2 

C-2R 

15 

1.25 

.438 

10 

2.5 

.50 

.50 

Miniature 2 Pin 

g-3 1 /. 

C-6 

3,000 

.94 

.438 

12 

6.3 

.15 

.35 

Miniature 2 Pin 

G-3y 2 

C-6 

L 

.94 

.438 

13 

3.7 

.30 

.98 

Miniature Screw 

G-3y 2 

C-2R 

15 

.94 

.438 

14 

2.47 

.30 

.50 

Miniature Screw 

G-3y 2 

C-2R 

15 

.94 

.438 

19 

14.4 

.10 

.90 

Bi-Pin Wedge 

G-3y 2 

C-2R 

1,000 

.94 

.438 

27 

4.9 

.30 

1.40 

Miniature Screw 

G-4% 

C-2R 

30 

1.06 

.563 

40 

6.3 

.15 

.52 

Miniature Screw 

T-3% 

C-2R 

3,000 

1.19 

.407 

41 

2.5 

.50 

.50 

Miniature Screw 

T-3% 

C-2R 

3,000 

1.19 

.407 

43 

2.5 

.50 

.50 

Miniature Bayonet 

T-3% 

C-2R 

3,000 

1.19 

.407 

44 

6.3 

.25 

.90 

Miniature Bayonet 

T-3% 

C-2R 

3,000 

1.19 

.407 

45 

3.2 

.35 

.50 

Miniature Bayonet 

T-3% 

C-2R 

3,000 

1.19 

.407 

46 

6.3 

.25 

.90 

Miniature Screw 

T-3% 

C-2R 

3,000 

1.19 

.407 

47 

6.3 

.15 

.52 

Miniature Bayonet 

T-3% 

C-2R 

3,000 

1.19 

.407 

48 

2.0 

.06 

.04 

Miniature Screw 

T-3% 

S-2 

1,000 

1.19 

.407 

49 

2.0 

.06 

.04 

Miniature Bayonet 

T-3% 

S-2 

1,000 

1.19 

.407 

50 

7.5 

.22 

1.0 

Miniature Screw 

G-3% 

C-2R 

1,000 

.94 

.438 

51 

7.5 

.22 

1.0 

Miniature Bayonet 

G-3% 

C-2R 

1,000 

.94 

.438 

53 

14.4 

.12 

1.0 

Miniature Bayonet 

G-3% 

C-2V 

1,000 

.94 

.438 

55 

7.0 

.41 

2.0 

Miniature Bayonet 

G-4% 

C-2R 

500 

1.06 

.562 

57 

14.0 

.24 

2.0 

Miniature Bayonet 

G-4% 

C-2V 

500 

1.06 

.562 

57 X 

14.0 

.24 

2.0 

Miniature Bayonet 

G-4% 

C-2F 

500 

1.06 

.562 

63 

7.0 

.63 

3.0 

S. C. Bayonet 

G-6 

C-2R 

1,000 

1.44 

.75 

67 

13.5 

.59 

4.0 

S. C. Bayonet 

G-6 

C-2R 

L 

1.44 

.75 

68 

13.5 

.59 

4.0 

D. C. Bayonet 

G-6 

C-2R 

L 

1.44 

.75 

81 

6.5 

1.02 

6.0 

S.C. Bayonet 

G-6 

C-2R 

500 

1.44 

.75 

82 

6.5 

1.02 

6.0 

D.C. Bayonet 

G-6 

C-2R 

500 

1.44 

.75 

89 

13.0 

.58 

6.0 

S.C. Bayonet 

G-6 

C-2R 

750 

1.44 

.75 

90 

13.0 

.58 

6.0 

D.C. Bayonet 

G-6 

C-2R 

750 

1.44 

.75 

93 

12.8 

1.04 

15.0 

S.C. Bayonet 

S-8 

C-2R 

500 

2.0 

*1.0 

112 

1.2 

.22 

.09 

Miniature Screw 

GTL-3 

S-2 

5 

.948 

.388 

130 

6.3 

.15 

.38 

Miniature Bayonet 

G-3% 

C-2R 

L 

.94 

.438 

137 

6.3 

.25 


Miniature Bayonet 

G-3% 

C-2R 

L 

.94 

.438 

159 

6.3 

.15 

.38 

Wedge 

T-3% 

C-2R 

L 

1.06 

.407 

209 

6.5 

1.78 

15.0 

S. C. Bayonet 

B-6 

C-6 

100 

1.75 

.75 

219 

6.3 

.25 

.50 

Miniature Bayonet 

G-3% 

C-2 V 

L 

.94 

.438 

222 

2.25 

.25 


Miniature Screw 

GTL-3 

C-2R 

5 

.938 

.375 

224 

2.15 

.22 


Special 

GTL-2% 

C-2R 

5 

.88 

.344 

239 

6.3 

.36 

.91 

Miniature Bayonet 

T-3% 

C-2R 

5,000 

1.19 

.407 

240 

6.3 

.36 

.67 

Miniature Bayonet 

T-3% 

C-2R 

L 

1.19 

.407 

253 

2.5 

.35 


Midget Grooved 

GTL-1% 

C-2R 

10,000 

.687 

.225 

253X 

2.5 

.35 


Midget Grooved 

GTL-1 % 

C-2R 

10,000 

.687 

.225 

259 

6.3 

.25 

.65 

Wedge 

T-3% 

C-2R 

L 

1.06 

.407 

301 

28.0 

.17 

3.0 

S. C. Bayonet 

G-5 

C-2F 

500 

1.38 

.63 ' 

304 

28.0 

.30 

6.0 

D. C. Bayonet 

G-6 

C-2F 

500 

1.44 

.75 

307 

28.0 

.67 

21.0 

S. C. Bayonet 

S-8 

C-2V 

300 

2.0 

1.0 

309 

28.0 

.90 

32.0 

S. C. Bayonet 

S-11 

C-2V 

300 

2.38 

1.38 

313 

28.0 

.17 

3.0 

Miniature Bayonet 

T-3% 

C-2F 

500 

1.19 

.407 

323 

3.0 

.19 

.25 

Threaded Knurled 

T-1% 

C-2R 

350 

.547 

.156 

324 

3.0 

.19 

.25 

Wire Terminal 

T-1 % 

C-2R 

350 

.460 

.156 


(L) Indefinite - Long Life 


TWO 












































INDUSTRIAL STANDARD LAMPS 


r 




1 AMP Nn 

DESIGN 

M.S.C.P. 

BASE 

BULB 

FILAMENT 

AVG . 



III 1 ■ ^ ■ 

VOLTS 

AMPS 

APPROX. 



SHAPE 

LIFE 

HOURS 



325 

3.0 

.19 

.25 

Special Screw 

T-1% 

C-2R 

350 

.55 

.156 

327 

28.0 

.04 

.34 

Midget Flange 

T-1 3 /4 

C-2F 

7,000 

.625 

.225 

327AS+15% 

28.0 

.04 

.34+15% ! 

Midget Flange 

T-1 3 /4 

C-2F 

7,000 

.625 

.225 

327LSV 

28.0 

.06 

.34 

Midget Flange 

T-1% 

C-2F 

25,000 

.625 

.225 

327R 

28.0 

.04 


Midget Flange 

T-1% 

C-2F 

7,000 

.625 

.225 

328 

6.0 

.20 

.34@5V 

Midget Flange 

T-1% 

C-2R 

1,000 

.625 

.225 

328AS+10% 

6.0 

.20 

.34+10%@5V 

Midget Flange 

T-1% 

C-2R 

1,000 

.625 

.225 

328AS+15% 

6.0 

.20 

.34+15%@5V 

Midget Flange 

T-1% 

C-2R 

1,000 

.625 

.225 

328L 

6.3 

.20 

.55 

Midget Flange 

T-1% 

C-2R 

3,000 

.625 

.225 

330 

14.0 

.08 

.50 

Midget Flange 

T-1% 

C-2F 

750 

.625 

.225 

334 

28.0 

.04 

.34 

Midget Grooved 

T-1% 

C-2F 

7,000 

.625 

.225 

334LSV 

28.0 

.06 

.34 

Midget Grooved 

T-1% 

C-2F 

25,000 

.625 

.225 

336 

14.0 

.08 

.50 

Midget Grooved 

T-1% 

C-2F 

750 

.625 

.225 

337 

6.0 

.20 

.34@5V 

Midget Grooved 

T-1% 

C-2R 

1,000@6V 
3,000@5V 

.625 

.225 

338 

2.7 

.06 

.04 

Midget Flange 

T-1% 

C-2R 

6,000 

.625 

.225 

344 

10.0 

.014 

.002 

Midget Flange 

T-1% 

C-2F 

10,000 

.625 

.225 

345 

6.0 

.04 

.03 

Midget Flange 

T-1% 

C-2V 

10,000 

.625 

.225 

346 

18.0 

rj4+1 0% 
* 04 -20% 

.15 

Midget Grooved 

T-1% 

C-2F 

10,000 

.625 

.225 

349 

6.3 

.20 

.55 

Midget Flange 

T-1% 

C-2R 

3,000 

.625 

.225 

356 

28.0 

.17 

5.5 

Miniature Bayonet 

G-3% 

C-2V 

500 

.94 

.438 

363 

14.0 

.20 

2.0 

Miniature Bayonet 

G-3y 2 

C-2R 

250 

.94 

.438 

367 

10.0 

.04 

.08 

Midget Flange 

T-1% 

C-2F 

5,000 

.625 

.225 

370 

18.0 

10% 

04 -20% 

.15 

Midget Flange 

T-1% 

C-2F 

10,000 

.625 

.225 

373 

14.0 

.08 

.50 

Midget Screw 

T-1% 

C-2F 

750 

.688 

.225 

378 

6.3 

.20 

.40 

Midget Screw 

T-1% 

C-2F 

50,000 

.688 

.225 

380 

6.3 

.04 

.020 

Midget Flange 

T-1% 

C-2 V 

50,000 

.625 

.225 

381 

6.3 

.20 

.40 

Midget Flange 

T-1% 

C-2F 

50,000 

.625 

.225 

382 

14.0 

.08 

.30 

Midget Flange 

T-1% 

C-2F 

50,000 

.625 

.225 

386 

14.0 

.08 

.30 

Midget Grooved 

T-1% 

C-2F 

50,000 

.625 

.225 

387 

28.0 

.04 

.30 

Midget Flange 

T-1% 

C-2F 

25,000 

.625 

.225 

387AS+25% 

28.0 

.04 

.30t25% 

Midget Flange 

T-1% 

C-2F 

25,000 

.625 

.225 

388 

28.0 

.04 

.30 

Midget Grooved 

T-1% 

C-2R 

25,000 

.625 

.225 

407 

4.9 

.30 

.70 

Miniature Screw 

G-4% 

C-2R 

50 

1.06 

.562 

425 

5.0 

.50 

2.3 

Miniature Screw 

G-4y 2 

C-2R 

15 

1.06 

.562 

433 

18.0 

.25 

3.5 

Miniature Bayonet 

G-4% 

C-2V 

250 

1.06 

.562 

457 

22.0 

.04 

.30 

Midget Grooved 

T-1% 

C-2F 

2,000 

.625 

.225 

502 

5.1 

.15 

.60 

Miniature Screw 

G-4% 

C-2R 

100 

1.06 

.562 

680 

5.0 

.06 

.032 

Wire Terminal 

T-1 

C-2R 

100,000 

.25 

.125 

680AS+1 5% 

5.0 

.06 

.032t 15% | 

Wire Terminal 

T-1 

C-2R 

100,000 

.25 

.125 

682 

5.0 

.06 

.032 

Sub-Midget Flange 

T-1 

C-2R 

100,000 

.375 

.125 

683 

5.0 

.06 

.053 

Wire Terminal 

T-1 

C-2R 

100,000 

.25 

.125 

683AS+15% 

5.0 

.06 

.053 

Wire Terminal 

T-1 

C-2R 

100,000 

.25 

.125 

685 

5.0 

.06 

.053 

Sub-Midget Flange 

T-1 

C-2R 

100,000 

.375 

.125 

685AS+15% 

5.0 

.06 

.053+1 5% 

Sub-Midget Flange 

T-1 

C-2R 

100,000 

.375 

.125 

713 

5.0 

.075 

.088 

Wire Terminal 

T-1 

C-2R 

16,000 

.25 

.125 

715 

5.0 

.115 

.147 

Wire Terminal 

T-1 

C-2R 

40,000 

.25 

.125 

71 5 ASH 5% 

5.0 

.115 

.147 

Wire Terminal 

T-1 

C-2R 

40,000 

.25 

.125 

718 

5.0 

.115 

.147 

Sub-Midget Flange 

T-1 

C-2R 

40,000 

.375 

.125 

718AS+15% 

5.0 

.115 

.147 

Sub-Midget Flange 

T-1 

C-2R 

40,000 

.375 

.125 

737 

28.0 

.05 

.30+15% 

Special Midget Flange 

T-V/4 

C-2F 

10,000 

.55 

.165 

755 

6.3 

.15 

.33 

Miniature Bayonet 

T-3y 4 

C-2R 

50,000 

1.19 

.407 

965 

9.8 

.50 

6.0 

Miniature Screw 

t-4% 

C-2R 

15 

1.38 

.563 

( 

12.8 

1.34 

21.0 

D.C.Index 

00 

GO 

C-6 

200 

2.0 

1.00 ' 

1016 j 

14.0 

.59 

6.0 



C-6 

1,000 




12.8 

1.80 

32.0 

D.C.Index 

S-8 

C-6 

200 

2.0 

1.00 

1034 \ 










( 

14.0 

.51 

4.0 



C-6 

L 



1073 

12.8 

1.80 

32.0 

S.C. Bayonet 

S-8 

C-6 

200 

2.0 

1.00 

1129 

6.4 

2.80 

21.0 

S.C. Bayonet 

S-8 

C-2V 

200 

2.0 

1.00 


(L) Indefinite - Long Life 


THREE 

























INDUSTRIAL STANDARD LAMPS 


f 



DESIGN 

M.S.C.P. 

BASE 

BULB 

FILAMENT 1 

AVG . 
LIFE 

M.O.L, 

MOD. 1 

LAMP NU. 



APPROX. 




HOURS 




VOLTS 

AMPS 






1 

1133 

6.2 

3.91 

32.0 

S. C. Bayonet 

RP-11 

C-2R 

200 

2.25 

1.375 

1141 

12.8 

1.44 

21.0 

S. C. Bayonet 

S-8 

C-6 

500 

2.0 

1.00 


12.8 

2.10 

32.0 

D. C.Index 

S-8 

C-6 

600 

2.0 

1.00 

1157 \ 

14.0 

.59 

4.0 



C-6 

L 


1.50 

1385 

28.0 

20W 


S. C. Bayonet 

R-12 

CC-8 

300 

2.62 

1445 

18.0 

.15 

1.5 

S. C. Bayonet 

G-3y 2 

C-2V 

250 

.94 

.438 

1446 

12.0 

.20 

1.7 

Miniature Screw 

G-3V2 

C-2R 

250 

.94 

.438 

1447 

18.0 

.15 

1.5 

Miniature Screw 

G-3Y 2 

C-2 V 

250 

.94 

.438 

1458 

20.0 

.25 

4.2 

Miniature Bayonet 

G-5 

C-2V 

250 

1.19 

.63 

1487 

14.0 

.20 

1.4 

Miniature Screw 

T-3% 

C-2V 

3,000 

1.19 

.407 

1488 

14.0 

.15 

1.5 

Miniature Bayonet 

T-3% 

C-2V 

200 

1.19 

.407 

1490 

3.2 

.16 

.20 

Miniature Bayonet 

T-3% 

C-2R 

3,000 

1.19 

.407 

1493 

6.5 

2.75 

20.0 

D. C. Bayonet 

S-8 

C-6 

100 

2.0 

1.00 

1503 

5.9 

6.53 

50.0 

S. C. Prefocus 

RP-11 

C-2V 

200 

2.38 

1.38 

1618 

6.4 

2.8 

21.0 

D. C. Bayonet 

S-8 

C-2 V 

200 

2.0 

1.00 

1630 

6.5 

2.75 

23.0 

D. C. Prefocus 

S-8 

C-6 

100 

2.0 

1.00 

1648 

8.0 

2.0 

21.0 

D. C. Bayonet 

S-8 

C-2R 

1,500 

2.0 

1.00 

1705 

14.0 

.08 

.50 

Wire Terminal 

T-1% 

C-2F 

750 

.52 

.225 

1705L 

14.0 

.088 

.50 

Wire Terminal 

T-1% 

C-2F 

10,000 

.52 

.225 

1764 

28.0 

.04 

.34 

Wire Terminal 

T-1% 

C-2F 

7,000 

.52 

.225 

1764LSV 

28.0 

.06 

.34 

Wire Terminal 

T-1% 

C-2F 

25,000 

.52 

.225 

1768 

6.0 

.20 

.34@5V 

Midget Screw 

T-1 % 

C-2R 

1,000 

.688 

.225 

1784 

6.0 

.20 

.34@5V 

Wire Terminal 

T-1% 

C-2R 

1,000 

.52 

.225 

1813 

14.4 

.12 

.50 

Miniature Bayonet 

T-3% 

C-2V 

1,000 

. 1.19 

.407 

1815 

14.0 

.20 

1.4 

Miniature Bayonet 

T-3Yd 

C-2 V 

3,000 

1.19 

- i 

.407 

1816 

13.0 

— 

.35 

3.0 

Miniature Bayonet 

T-3% 

C-2V 

1,000 

1.19 

.407 

1819 

28.0 

.04 

.34 

Miniature Bayonet 

T-3% 

C-2F 

1,000 

1.19 

.407 

1820 

28.0 

.10 

1.6 

Miniature Bayonet 

T-3% 

C-2F 

1,000 

1.19 

.407 

1822 

36.0 

.10 

2.5 

Miniature Bayonet 

T-3% 

C-2F 

1,000 

1.19 

.407 

1828 

37.5 

.05 

.65 

Miniature Bayonet 

T-3% 

C-2F 

L 

1.19 

.407 

1829 

28.0 

.075 

1.1 

Miniature Bayonet 

T-3% 

C-2F 

1,000 

1.19 

.407 

1835 

55.0 

.05 

1.1 

Miniature Bayonet 

T-3% 

C-5 

L 

1.19 

.407 

1847 

6.3 

.15 

.38 

Miniature Bayonet 

T-3% 

C-2R 

20,000 

1.19 

.407 

1850 

5.0 

.09 

.25 

Miniature Bayonet 

T-3% 

C-2R 

1,500 

1.19 

.407 

1859 

10.0 

.014 

.002 

Wire Terminal 

T-1% 

C-2F 

10,000 

.52 

.225 

1869 

10.0 

.014 

.004 

Wire Terminal 

T-1% 

C-2F 

10,000 

.52 

.225 

1891 

14.0 

.233 

1.8 

Miniature Bayonet 

T-3% 

C-2F 

500 

1.19 

.407 

1892 

14.4 

.12 

.75 

Miniature Bayonet 

T-3% 

C-2F 

1,000 

1.19 

.407 

1893 

14.0 

.33 

2.0 

Miniature Bayonet 

T-3% 

C-2F 

L 

1.19 

.407 

2102 

18.0 

rj4+1 0% 
04 - 20 % 

.15 

Wire Terminal 

T-1% 

C-2F 

10,000 

— 

.52 

.225 

2112 

6.3 

.20 

.55 

Wire Terminal 

T-1% 

C-2R 

3,000 

.52 

.225 

2114 

6.0 

.06 

.13 

Wire Terminal 

T-1% 

C-2R 

3,000 

.46 

.175 

2128 

3.0 

.010 

.015 

.015 

.001 

Wire Terminal 

T-1 

C-2R 

16,000 

.25 

.125 

2158 

3.0 

.002 

Wire Terminal 

T-1 % 

C-6 

10,000 

.52 

.225 

2180 

6.3 

.04 

.02 

Wire Terminal 

T-1% 

C-2 V 

50,000 

.52 

.225 

2181 

6.3 

.20 

.40 

Wire Terminal 

T-1% 

C-2F 

50,000 

.52 

.225 

2182 

14.0 

.08 

.30 

Wire Terminal 

T-1% 

C-2F 

50,000 

.52 

.225 

2187 

28.0 

.04 

.30 

Wire Terminal 

T-1% 

C-2F 

25,000 

.52 

.225 

6803 

5.0 

.06 

.032+25% 

Wire Terminal 

T-% 

C-2R 

75,000 

.187 

.093 

6832 

5.0 

.06 

.053+25% 

Wire Terminal 

T-1 

C-2R 

100,000 

-: - 

.145 

.125 

6832AS+15% 

5.0 

.06 

.053+15% 

Wire Terminal 

T-1 

C-2R 

100,000 

.145 

.125 

6833 

5.0 

.06 

.053+25% 

Wire Terminal 

T-% 

C-2R 

50,000 

.187 

.093 

6833AS+15% 

5.0 

.06 

.053+15% 

Wire Terminal 

T-% 

C-2R 

100,000 

.187 

.093 

6838 

28.0 

.024+15% 

.15 

Wire Terminal 

T-1 

C-2F 

16,000 

.25 

.125 

6839 

28.0 

.024+15% 

.15 

Sub-Midget Flange 

T-1 

C-2F 

16,000 

.375 

.125 

7152 

5.0 

.115 

.147+25% 

Wire Terminal 

T-1 

C-2R 

16,000 

.145 

.125 

71 52 ASH 5% 

5.0 

.115 

.147+15% 

Wire Terminal 

T-1 

C-2R 

40,000 

' .145 

.125 

7153 

5.0 

.115 

.147+25% 

Wire Terminal 

T-% 

C-2R 

16,000 

.187 

.093 

7153AS+1 5% 

5.0 

.115 

.147+15% 

Wire Terminal 

T-% 

C-2R 

40,000 

.187 

.093 

8515 ASH 5% 

5.0 

.115 

.15+15% 

Wire Terminal 

T-1% 

C-2R 

. ■— — 

40,000 

— 

.25 

.165 

8515AS+25% 

5.0 

.115 

.15+25% 

Wire Terminal 

T-1% 

C-2R 

40,000 

.25 

.165 

8623 

28.0 

.04 

.32 

Threaded Knurled 

T-1% 

C-2F 

1,000 

.56 

.175 

8627 

28.0 

.04 

.34 

Wire Terminal 

T-1% 

C-2F 

1,000 

.46 

.175 

8666 

5.0 

.08 

.15+25% 

Wire Terminal 

T-% 

C-2R 

6,000 

J - 

.187 

.093 


(L) Indefinite - Long Life 


FOUR 



























































CMB SERIES LAMPS 


r 


TELEPHONE SLIDE LAMPS 


NEON GLOW LAMPS 


STANDARD VOLTAGE LAMPS 


r 



DESIGN 

M.S.C.P. 

BASE 


FILAMENT 

AVG . 



CW1TI 1 rfw. 

VOLTS 

AMPS 

APPROX. 



SHAPE 

LIFE 

HOURS 



CM8-388 

28.0 

.04 

.30 

Midget Screw 

T-1% 

C-2F 

25,000 

.688 

.225 

CM8-425 

22.0 

.04 

.30 

Wire Terminal 

T-1% 

C-2F 

2,000 

.520 

.225 

CM8-634 

6.0 

.20 

.63 

Wire Terminal 

T-V/4 

C-2R 

1,000 

.46 

.175 

CM8-661 

6.0 

.04 

.03 

Wire Terminal 

T-1 % 

C-2 V 

1,000 

.46 

.175 

CM8-967 

120.0 

.025 

.36 

Miniature Bayonet 

T-2 

C-13 

5,000 

1.14 

.250 

CM8-1088 

10.0 

.027 

.10*25% 

Wire Terminal 

T-1 

C-2F 

10,000 

.25 

.125 

CM8-1089 

12.0 

.06 

.15*25% 

Wire Terminal 

T-1 

C-2F 

16,000 

.25 

.125 

CM8-1092 

18.0 

.026 

.15125% 

Wire Terminal 

T-1 

C-2F 

10,000 

.25 

.125 

CM8-1098 

10.0 

.027 

.10125% 

Sub-Midget Flange 

T-1 

C-2F 

10,000 

.375 

.125 

CM8-1099 

12.0 

.06 

.15*25% 

Sub-Midget Flange 

T-1 

C-2F 

16,000 

.375 

.125 

CM8-1100 

18.0 

.026 

.15*25% 

Sub-Midget Flange 

T-1 

C-2F 

10,000 

.375 

.125 

CM8-1 111 

14.0 

.065 

.15*25% 

Wire Terminal 

T-1 

C-2F 

12,000 

.25 

.125 

CM8-1112 

14.0 

.065 

.15*25% 

Sub-Midget Flange 

T-1 

C-2F 

12,000 

.375 

.125 

CM8-1570 

28.0 

.024+15% 

.15 

Wire Terminal 

T-1 

C-2F 

16,000 

.275 

.125 


LAMP NO. 

ELECTRICAL 

CHARACTERISTICS 

END FOOT 
CANDLES 

BASE 

BULB 

FILAMENT 

SHAPE 

AVG . 
LIFE 
HOURS 

M.O.L. 

MOD. 

24E 

24V.035A 

600 

Slide Base 

T-2 

C-2F 

5,000 

1.688 

.275 

24X 

24V.035A 

600 

Slide Base 

T-2 

C-2F 

5,000 

1.688 

.275 

48C 

48V.035A 

475 

Slide Base 

T-2 

C-5 

5,000 

1.688 

.275 

55C 

55V.052A 

1,025 

Slide Base 

T-2 

C-5 

5,000 

1.688 

.275 

6ESB 

6V.04A 

250 

Slide Base 

T-2 j 

C-2 V 

5,000 

.915 

.275 

10ESB 

10V.04A 

450 

Slide Base 

T-2 

C-2 V 

10,000 

.915 

.275 

120PSB 

120V.025A 

1,600 

Slide Base 

T-2 

C-7A 

5,000 

1.075 

.275 


LAMP NO 

VOLTS 

WATTS 

AMPS 

BASE 

BULB 

SERIES 

RESISTANCE 

(OHMS) 

AVG . 
LIFE 
HOURS 

M.O.L. 

MOD. 

AR9(K4A) 

105-125 

1/25 : 

0.3 | 

Wire Terminal 

T-2 

200,000 

50 

1.0 

.250 

NE2(A1 A) 

105-125 

1/17 

0.5 

Wire Terminal 

T-2 

150,000 

25,000 

1.0 

.250 

NE2(A1 B) 

105-125 

1/25 ; 

0.3 

Wire Terminal 

T-2 

220,000 

25,000 

.50 

.250 

NE2A(A3A) 

105-125 

1/15 

0.3 

Wire Terminal 

T-2 ■ 

100,000 

25,000 

.84 

.250 

NE2D(C7A) 

105-125 

1/15 

0.7 

S. C. Midget Flange 

T-2 

100,000 

25,000 

.94 

.250 

NE2EIA9A) 

105-125 

1/15 

0.7 

Wire Terminal 

T-2 

100,000 

25,000 

.75 

.250 

NE2HIC2A) 

105-1 25AC 

1/4 

1.9 

Wire Terminal 

T-2 

30,000 

25,000 

.75 

.250 

NE2JIC9A) 

105-125 

1/4 

1.9 

S. C. Midget Flange 

T-2 

30,000 

25,000 

.94 

.250 

NE2UIA3C) 

105-125 

1/4 

1.9 

Wire Terminal 

T-2 

30,000 

25,000 

.75 

.250 

NE3I8AA) 

105-125 

1/25 

0.3 

Telephone Slide 

T-2 ! 

200,000 

15,000 

1.69 

.250 

NE45(B7A) 

105-125 

! 1/4 

2.0 

Candelabra Screw 

T-4y 2 1 

30,000 

7,500 

1.53 

.250 

NE48(B9A) 

105-125 

1/4 

2.0 

D. C. Bayonet 

T-414 

30,000 

7,500 

1.50 

.260 

NE5KB1A) 

105-125 

| 1/25 

0.3 

Miniature Bayonet 

T-3% 

200,000 

15,000 

1.19 

.407 

NE51H(B2A) 

105-125 

1/7 

2.0 

Miniature Bayonet 

j T-3 1 /* 

47,000 

25,000 

1.19 

.407 

NE76(5AG-A) 

50-60 


.4 

Wire Terminal 

T-2 


2,000 

1.0 

.250 

NE83I5AH) 

60-65 


10.0 

Wire Terminal 

T-2 


500 

1.0 

.250 


LAMP NO 

VOLTS 

WATTS 

AMPS 

BASE 

BULB 

FILAMENT 

SHAPE 

AVG . 
LIFE 
HOURS 

M.O.L. 

MOD. 

3S6/5 

120-125 

3.0 


Candelabra 

S-6 

C-7A 

3,000 

1 7/8 

.750 

6S6( 11 5V) 

115 

6.0 


Candelabra 

S-6 

C-7A 

1,500 

i 1 7/8 

.750 

6S6( 1 20V) 

120 

6.0 


Candelabra 

S-6 

C-7A 

1,500 ' 

1 7/8 

.750 

6S6(125V) 

125 

6.0 


Candelabra 

S-6 

C-7A 

1,500 

1 7/8 

.750 

6S6(130V) 

130 

6.0 


Candelabra 

S-6 

C-7A 

1,500 

1 7/8 

.750 

6S6035V) 

135 

6.0 

LU 
_1 

Candelabra 

S-6 

C-7A 

1,500 

1 7/8 

.750 

6S6I145V) 

145 

6.0 

CO 

< 

Candelabra 

S-6 

C-7A 

1,500 

1 7/8 

.750 

6S6/DC 

120-130 

6.0 

CJ 

D. C. Bayonet 

S-6 

C-7A 

1,500 

1 13/16 

.750 

6T4V-./1 

115-125 

6.0 

_l 

Q_ 

Candelabra 

T-4V 2 

C-7 A 

1,500 

1 7/8 

.563 

7C7 

115-125 

7.0 

Q_ 

< 

Candelabra 

C-7 

C-7A 

3,000 

2 1/8 

.875 

10C7 

115-125 

10.0 

F" 

Candelabra 

C-7 

C-7A 

L 

2 1/8 

.875 

10C7DC 

115-125 

10.0 

o 

z 

D. C. Bayonet 

C-7 

C-7A 

L 

2 3/16 

.875 

10S6/10(230V) 

230 

10.0 


Candelabra 

S-6 

C-1 

1,500 

1 7/8 

.750 


(L) Indefinite - Long Life 


FIVE 
















































CHICAGO 


MDNu 


SALES REPRESENTATATIVES 




Q KOENIG-MYERS ASSOCIATES, INC. 

Shawnee Mission, Kansas 
913-432-8300 
Bridgeton, Missouri 
314-739-1655 


0 JAMES J. BACKER CO. 

Seattle, Washington 
206-283-6470 
TWX: 910-444-1646 


Q CM LC 

San Francisco, California 
415-391-1098 

0 CMLC 

North Hollywood, California 

213-877-0158 

TWX: 910-499-2185 

O HOWE & HOWE SALES, INC. 

Phoenix, Arizona 
602-264-7971 
TWX: 910-951-1308 


Q NELSON COMPANY, INC. 

Denver, Colorado 

303-733-5528 

Albuquerque, New Mexico 

505-299-0433 

Salt Lake City, Utah 

801-484-4504 


Q WENCO SALES, INC. 

Minneapolis, Minnesota 
612-866-3639 


0 TECHNO ASSOCIATES 

Dallas, Texas 
214-357-9213 

0 CMLW 

Chicago, Illinois 
312-784-1020 
TWX: 910-221-5445 

© BURTON F. HOMSHER COMPANY 

Fort Wayne, Indiana 
219-432-1164 

0 CARTWRIGHT & BEAN 

Memphis, Tennessee 

901-276-4442 

Atlanta, Georgia 

404-237-2273 

Metarie, Louisiana 

504-887-0482 

Charlotte, North Carolina 

704-537-7965 

Orlando, Florida 

305-425-8284 

North Miami Beach, Florida 

305-945-2962 

Ormond Beach, Florida 

904-677-3480 


© THOMAS SHELBY & CO. 

New Bremen, Ohio 
419-629-651 1 

© CALLAHAN-FERGUSON CO. 

(DIST. ONLY) 

Camillus, New'York 
315-488-5518 
Manlius, New York 
315-682-9301 

Q FRANK W. TAYLOR CO., INC. 
(OEM ONLY) 

- DeWitt, New York 
31 5-446-0422 
Victor, New York 
716-473-2404 

© GERBER SALES COMPANY, INC. 

Waltham, Massachusetts 
61 7-891-8040 
TWX: 710-324-1937 
New Haven, Connecticut 
203-777-6279 

East Longmeadow, Massachusetts 
413-525-3059 

© F. F. SYLVESTER ASSOCIATES 

Springfield, New Jersey 

201-376-3324 

TWX: 710-983-4439 

Great Neck, L. I., New York 

516-487-6447 


0 KAUFHOLZ ASSOCIATES 
(OEM ONLY) 

Newtown Square, Pa. 
215-356-5000 
Baltimore, Maryland 
301-488-6561 

© PEARLMAN & ASSOCIATES 
(DIST. ONLY) 

Silver Springs, Maryland 
301-572-4477 
Willow, Pa. 

212-659-0704 


© VILLANI-PITCHER, INC. 

Dearborn, Michigan 48127 
20233 Ann Arbor Trail 
313-271-4600 
TWX: 810-221-7003 


CANADA INTERNATIONAL 

© LAKE ENGINEERING, LTD. 0 E. D. MAGNUS & ASSOC., INC. 

Scarborough, Ontario, Canada Chicago, Illinois 

416-751-5980 312-334-1503 


SPECIALISTS IN THE DESIGN AND 
MANUFACTURE OF MINIATURE 
ILLUMINATING, INDICATING AND 
ENERGY EMITTING DEVICES 



mmm 

4433 N. Ravenswood Ave., Chicago, Illinois 60640 
Phone: 312-784-1020 TWX: 910-221-5445 


©1968 CHICAGO MINIATURE LAMP WORKS 


PRINTED IN U.S.A. 






























